SIR GEORGE WILLIAMS UNIVERSITY 


NOTICE 


ANNOUNCEMENT FROM THE CHANCELLOR 


Professor D.B. Clarke gave up his appointment as Acting Principal 
of Sir George Williams University on May 31. According to his 
intention announced last October, he is taking a sabbatical leave 
before resuming his teaching duties as Professor of English and 
Fine Arts. 


Until the appointment of a new Principal, Dr. John Smola, 
Vice-Principal Administration and Finance, will serve as Acting 
Principal. 


Fraser F. Fulton 
Chancellor 


June 2, 1969 


